निबंधन संख्या पी0टी0 - 40 


सत्यमेव जयते 


बिहार गजट 


असाधारण अंक 
बिहार सरकार द्वारा प्रकाशित 


12 आषाढ़ 1940 ( श० ) 
( सं0 पटना 634 ) पटना , मंगलवार , 3 जुलाई 2018 


अधीक्षक का कार्यालय , 
पटना मेडिकल कॉलेज अस्पताल, पटना 


निविदा सूचना 

23 जून 2018 
सं० 5758 - स्वास्थ्य विभाग , बिहार, पटना के ज्ञापांक - 740(12 ) दिनांक 05.11.2014 एवं ज्ञापांक - 228( HS ) 
दिनांक 26.07. 2017 के आलोक में पटना मेडिकल कॉलेज अस्पताल , पटना के विभिन्न विभागों में वित्तीय वर्ष 2018 - 20 
अन्तर्गत उपयोग आने वाले दवा, डायगनोस्टीक रैपिड कीट, सर्जिकल सामाग्री एवं अन्य सहायक सामग्री आदि के क्रय 
हेतु वस्तु एवं सेवा कर में निबंधित निर्माताओं / प्राधिकृत विक्रेताओं से मुहरबंद कम्प्युटराईज टंकित निविदा निबंधित 
डाक / स्पीड पोस्ट द्वारा सभी आवश्यक वॉछित अभिलेखों के साथ आमंत्रित किया जाता है । 

निविदा प्रत्येक कोटि के लिए दो भागों में होगी । 1. तकनीकि 2. वित्तीय निविदा । तकनीकी एवं वित्तीय 
निविदा अलग - अलग लिफाफे में मुहरबंद तथा लिफाफे के उपर औषधी, डायगनोस्टीक रैपिड कीट , सर्जिकल सामाग्री 
एवं अन्य सहायक सामग्री हेतु तकनीकि निविदा / वित्तीय निविदा प्रकाशन स्पष्ट रूप से अंकित रहना अनिर्वाय होगा । 
निविदा सिर्फ निबंधित डाक या स्पीड पोस्ट से प्राप्त किया जायेगा । निर्धारित तिथि के बाद प्राप्त निविदा / निबंधित 
डाक या स्पीड पोस्ट के अलावा किसी अन्य माध्यम से प्राप्त निविदा या फटा / खुला निविदा किसी भी परिस्थिति में 
स्वीकार नही किया जायेगा । औषधि , डायगनोस्टीक रैपिड कीट , सर्जिकल सामाग्री एवं अन्य सहायक सामग्री हेतु 
निविदा शर्त के अनुरूप अग्रधन राशि अलग अलग कोटिवार संलग्न करना अनिवार्य होगा, साथ ही निविदा में संलग्न 
सभी अभिलेख पूर्ण रूप से विषय सूची के साथ पृष्ठांकित होगी । निविदा से संबंधित विस्तृत सूचना 
www. prdbihar. org / www. prdbihar. gov.in एवं www.pmch.in से डाउनलोड कर या निर्धारित तिथि को 
कार्यालय अवधि में विधिवत आवेदन के साथ प्राप्त किया जा सकता है । जो निविदादाता वेवसाईट से निविदा सूची 
डाउनलोड करेंगे उन्हें तकनीकी निविदा के साथ निविदा शुल्क रूपये 2000/ - ( दो हजार) का बैंक डॉफट जो अधीक्षक, 
पटना मेडिकल कॉलेज अस्पताल पटना को देय होगा, संलग्न करना अनिवार्य होगा । निविदा शुल्क संलग्न नहीं होने 
पर निविदा स्वतः अमान्य होगा । 
Tender Reference No . 

: PMCH/ DRUGS/ RC/ PR No ............./ 2018 
Date of Commence of sale of Tender Document : 01 .07 .2018 
Last Date for Sale of Tender Document : 20 .07. 2018 
Last Date and Time for Receipt of the Tender : 30 .07 .2018 upto 5 .00 . p .m . 


PER TOT ( 3Tru ), 3 JENIS 2018 


Place of Submission of Tender 


Time and date of Opening of Tender 


: SUPERINTENDENT, PATNA MEDICAL COLLEGE & 

HOSPITAL , ASHOK RAJ PATH , PATNA - 800004 . 
: 05 .08 .2018 at 12 .30 p .m . in the Chamber of 

Superintendent, PMCH , Patna . 
: Rs. 2000 /- ( Two Thousand only ) . 


Cost of Tender Document 


cument 


31GET , 
( 0 ) 37840€ , 

अधीक्षक । 


NOTICE INVITING TENDER 


Tender for Drugs , Diagnostic Rapid Kits, Surgical Items and Supporting Miscellaneous Items 

in Category - A , Category - B , Category - C and Category- D 
Patna Medical College and Hospital, Patna is a 1675 bedded hospital with an occupancy rate 
of more than 95 % having all Specialty with 8 intensive Care units catering to need of People of 
Bihar neighbouring State and countries. To ensure good Quality Healthcare PMCH is aiming 
towards rational drug management and Procurement to ensure Good Quality drugs and Services as 
per the gaudiness of Government. 

Bids are invited from Interested Companies/ Firms / Manufacturers / Direct Importers / 
Authorized C & F agents / Distributors / Dealers to supply essential and other important Drugs , 
Diagnostic Rapid Kits , Surgical Items and Supporting Miscellaneous Items for the year 2018 – 20 . 
The details of the Drugs, Diagnostic Rapid Kits , Surgical items and Supporting Miscellaneous items 
is available in the office of Superintendent, Patna Medical College & Hospital, Patna during office 
Hours or on website - www .prdbihar.org and www . pmch .in . 

Minimum Eligibility Criteria :- The interested bidder must meet the following criteria to 
be eligible for bidding for category - A , B , C and D . 
( a ) Tender bid is invited for Drugs , Diagnostic Rapid Kits , Surgical Items and its 

Supporting Miscellaneous Items from the eligible interested Companies/ Firm / 
Manufacturer / Direct Importer / Authorized C & F agent / Distributor / Dealers . 
The Bidder who has been blacklisted / De-registered | De- Barred by any 
Government Institutions / Organization in India are barred from participating in this 

tender. Their Bids will not be considered . 
(b ) If the bidder is Dealer / Firm / Distributors / C & F Agent, the Original and upto date 

authorization letter of the Manufacturing Company must be attached and must 
mention Particular Tender No .-. There must be a specific declaration to the effect 
that " The company has not been Blacklisted / De-Registered / De- Barred by any 
Government Institutions / Organizations in India ” in his Authorization letter. 


(c ) 


The Manufacturer Company must have minimum 3 years Old Manufacturing 
License (excluding new molecules formulations ) of the Quoted Product with Latest 
License Renewal Certificate and Approved Product list. In case of Importer , the 
Importer Firm must have minimum 3 Years Old Valid Import license of the Quoted 
product and Proof of Import and Sale of these product in India by the Importer Firm . 
Only For Category – B the Importer must be registered by Central Drug 
Standard Control Organizations in Form -41 under Rule 27A of Drug & 
Cosmetic Act 1945 for IVD Products only . 
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The Manufacturing License / Import License must be valid on the Last Date of 
Submission Date of the Tender. 
( d ) The Manufacturing Company must have market Standing in India of Minimum Last 

3 Consecutive Financial / Calendar Years between 2014 - 15 to 2016 - 17 / 2015 to 
2017 respectively (whichever is applicable ) issued by the Concerned Licensing 
Authority for Drug Control Department or any relevant Govt. Authority for Only 
Category – ‘ A ’‘ B ’ and C . Excluding new molecules formulation . 
WHO GMP / GMP / COPP Certificate is required for the manufacturing Unit for the 
Category – ‘ A ’, B and C . For Category D products valid ISO /CE /BIS etc. 
Certificates, whichever is applicable must be submitted . If the bidder fails to provide 

the concerned certificate along with his bid then his bid shall not be considered . 
(f) The Annual Turn Over of the Manufacturer Company should be minimum Rs. – 25 

( Twenty Five ) Crores , for Category – A and B & Rs. - 5 ( Five ) Crores for 
Category – ‘ C ’ and Rs. – 1 (One ) Crore for Category - D in each Year for three 
consecutive years between 2014 -15 to 2016 -17 , issued by registered C . A . bearing 

his Registration Number. 
(g ) If the Bidder is Dealer / Firm / Distributors / C & F Agent, they should also have 

minimum Turnover of Rs. – 5 ( Five ) Crores , for Category – ‘ A ’ and ‘ B & Rs. – 1 
(One ) Crores for Category – C and D in each Year for three consecutive years 
between 2014 -15 to 2016 - 17 issued by registered C . A . bearing his Registration 
Number. The Bidder who is Dealer / Firm / Distributors / C & F Agent will have to 
provide the annual turn over of the manufacturer company whose product it is 
supplying along with its turn over and in that case the turnover of the Manufacturer 
company should be Rs. – 25 ( Twenty Five ) Crores, for Category – ‘ A ’ and B & Rs. 
– 5 ( Five ) Crores for Category – C and Rs. - 1 (One) Crore for Category _ D in 
each Year for three consecutive years between 2014 - 15 to 2016 - 17 issued by 
registered C . A . bearing his Registration Number. 

In any case , the self declaration annual turnover certificate will not be valid . 
( h ) Upto Date non Conviction Certificate of Manufacturing Company issued by the 

Licencing Authority of Drug Control Department under Drug and Cosmetic Act 
1940 and the Rules 1945 for Category – ‘ A ’, B and C . If validity date is not 
mentioned in the Non -Conviction Certificate , it must have been issued within 12 
Month from First Date of Publication of the Tender. For Category - D An 
Affidavit sworn before the First Class Magistrate / Notary Stating That “ The 
Company or Any Officer of the Company on the date of submission of the bid 
has not been ever convicted under Relevant Act and Rules ” by any court of law 
in India . 
Income Tax Return for 3 ( Three ) Consecutive Assessment Years between 2015 - 16 
to 2017 - 18 for Manufacturing Company /Dealer / Firm / Distributors / C & F Agent 
also . The /Dealer / Firm / Distributors / C & F Agent must submit along with their bid 
the Income Tax Return for 3 ( Three ) Consecutive Assessment Years between 2015 
16 to 2017 - 18 of the Manufacturing Company whose product they will supply . 
Photocopy of PAN Card of Manufacturing Company / Dealer / Firm / Distributors / 
C & F Agent must be submitted . The /Dealer / Firm / Distributors / C & F Agent must 
submit along with their bid the PAN Card of the Manufacturing Company whose 
product they will supply 
The Bidder shall submit an affidavit stating that “ The Manufacturer Company / 
Dealer / Firm / Distributors / C & F Agent has not been Blacklisted / De 
Registered / De-Barred by any Govt. Institutions/ Organizations in India and 
shall also mention Full Name and Address with Telephone/ Fax /Mobile 
Number and E -Mail ID in the Affidavit” . 
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(1) 


(m ) 


The Dealer / Firm / Distributors / C & F Agent are separately required to submit 
an affidavit stating that the Manufacturing Company whose product they will 
supply , has not been Blacklisted / De-Registered / De- Barred by any Govt. 
Institutions / Organizations in India . 
The Bidder must submit its GST Registration Certificate , up to Date Drug License 
Renewal Certificate , Physical Verification Certificate of the Firm (issued by drug 
inspector / competent authority ) issued within Six month from the Date of 
First Publication . 
The Bidder will be required to deposit EMD in form of Demand Draft / Banker s 
Cheque in Favour of Superintendent, Patna Medical College & Hospital, Patna of 
Rs.- 1,00 ,000 / - (One Lacs) for each Category – ‘ A ’, B , C and Rs.- 50 ,000/ 
(Fifty Thousand ) For Category ‘ D . 
The bidder shall also furnish an affidavit that the drugs, diagnostic rapid kits, 
surgical items and its supporting miscellaneous items supplied by it are not 
spurious and are genuine products. 


(n ) 


(0 ) 


Submission Requirement : 

Interested eligible bidder wishing to bid , may submit its tender in Large Envelope Marked – 
“ Tender of Drugs Category – “ A ”” . This large Envelope Contains Two Separate Sealed Envelopes – 
“ One Marked TECHNICAL BID For Category ‘ A ’ and another Marked FINANCIAL BID for 
Category “ A ”" . Similarly for Category B , C and D the bid must be submitted in separate 
envelops marked accordingly like above . 


Note :- ( For All Category Bidders A , B , C and D ) - 

It is required to mention the names of Drug / Item along with Sr. No. of the Tender Product 
List for which the bidder is bidding ( as per Performa - A ) and relevant paper should be attached . The 
relevant page no . must be mentioned on the Check List also . 


PROFORMA – A (For Technical Bid ) 


Details of Company 


C/D 

A/B/ Category- 


(asperTenderItemList) 

Sr.No. 


NameoftheDrug/Item 


SpecificationsandStrength 


NameoftheManufacturerCompany 


(RelevantPageNo) ManufacturerLicenseNo. 

(RelevantPageNo) 

Competentauthority StandingcertificateinIndiaby IssuedMemono&dateofMarket 


(RelevantPageNo) 

authority convictioncertificatebyCompetent 

IssuedMemono&dateofNon 


(RelevantPageNo) 

authority QualitycertificatebyCompetent IssuedMemono&dateofGMP/ 


1 


2 


3 
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The Bidders are required to submit separate Bids for each Category . 
The Bidders are required to submit Separate EMD for each Category . 
The Technical Bids which are not accompanied by Earnest Money or any of the 
above mentioned documents shall be rejected . 
All the documents must be attested by Bidder with seal and an Affidavit in original 
Copy stating That “ If at any stage it comes to notice of PMCH , from any sources , 
that the document submitted by the bidder in the bid is /are forged or fake then 
the PMCH reserves the right to verify the same and if the documents are found 
forged /fake then the Earnest Money of the said bidder shall be forfeited and 
legal processing against the Manufacturer Company / Bidder may be initiated 
as per Law .” 
The Bidder in all categories shall submit an Affidavit in Original Copy stating that 
" If at any stage it comes to notice of PMCH from any source that the 
Manufacturing Company / Dealer | Firm / Distributors / C & F Agent is 
Blacklisted / De -registered / De - Barred and has concealed the said information , 
then the PMCH reserves the right to verify it and if it is found to be correct 
then the Earnest Money of the said bidder shall be forfeited and Legal 
Processing against the Manufacturer Company / Dealer / Firm / Distributors / 
C & F Agent may be initiated as per Law .” 


The bidder shall have to provide an affidavit duly notarised by a Notrary Public or 
sworn before the Executive Magistrate that they are ready and willing to abide by all 
the conditions of the bid and if at any stage it is found that they have flouted with 
the conditions of the bid , then the Superintendent, PMCH will have the sole 
discretion to cancel/reject the bid of the bidder . 


FINANCIAL BID : 

The bidder firm shall quote only single Rate for One Product / Item . If more than 
one rate of a single or same product / item is quoted than the rate of the product will 

not be considered 
2 . In case of discrepancy in “ In Figure ” price and “ In Words” price than “ In words” 

price would prevail. 
For all categories an affidavit has to be given in Financial Bid Envelope that “ The 
rate Quoted in the financial bid is at least 20 % less than the MRP after deduction of 
the GST applicable to that product.” i.e . QUOTED RATE = { (MRP -GST ) – 20 % of 
the amount after deduction of GST } The bidders should also declare the rate of GST 
which is applicable on each of the product. 
The Quoted Rate of the Drug must not exceed the selling price as fixed by NPPA as 
per the Provision of DPCO and An Affidavit before the Executive Magistrate / 
Notary to this effect must be enclosed with financial bid and also mentioned in 
above affidavit “ The Quoted rate is this Financial Bid is Not More than the rate 
Quoted is any other Government Organization / institutions for Supply” . 
The Price list in Form - V as per provision of DPCO for Drug Item and Price 
List/MRP List/ Trade Price List for Another Item must be enclosed with the 
financial Bid . 
The Rate Quoted shall be exclusive of GST as per “ Performa – B ” . 
Each page of the Financial Bid should be Duly Signed and Sealed by the Tenderer. 
In Case of Non -Submission of any one or all of the above Financial Bid will be not 
considered . 


- 


o. 


o 
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PROFORMA - B (For Financial Bid ) 


PackSize 


Applica -ble 
rate ofGST on 
each product 


Category–A/B/C/D 


Rate In Rs. Per Unit 
i.e. of 1 (One ) Tab . 
/Cap . /Amp. /Vial 
/ Phy ./ Foil /Bottle / 

Tube etc . 


Sr.No.(asperTenderItemList) 


StrengthNameoftheDrug/Item Specificationsand 


Nameofmfg.company 


Mfg.LicenseNumber 


MRP ( as 
per MRP 
Price List 
/ Trade 

Price 
List/Form 


V ) as 


applicable 


In Figure 


In 
Word 

9 


6 


7 


8 


10 


11 


You are requested to clearly indicate in index that each of the requirements/documents 
submitted by the bidder mentioned in Technical Bid (Envelope A ) and Financial Bid (Envelope B ) 
along with relevant page number in your cover letter/ application accompanying the proposal. 


Tender Conditions : 

The tab /Cap ./bottle etc . should have mark of “ Hospital supply , not for sale” . 
Samples of Supplies in each batch will chosen for testing by Government of Bihar 

notified laboratories. 
iii . Liquidated damages will be levied for delay supply (0 .5 % per week subject to a 

maximum of 5 % ) 60 days after issued order. However, the Superintendent, PMCH 
will have the sole discretion to extend the period of supply from 60 days / wave the 
levy of liquidated damages , if there are just and sufficient reasons brought to his 

knowledge for the extension / waiver of the same. 
iv . Minimum expiry period of the products should not be less than 18 months or 75 % 

of Self Life from the date on which the store receives the products. If the self life of 
the products is less than 18 months only, the above condition shall be reduced to 1 
year . However, the Superintendent, PMCH will have the sole discretion to allow the 
purchase of products which will have lesser self life than mentioned above keeping 
in mind the interest of the patients or in emergent conditions. 
If the product fails in quality test , the entire batch will be taken back by the supplier 
at the supplier s cost and the hospital shall not be responsible for any damage during 
this period . 
Leaked , soiled , broken containers with damage labels shall not be accounted for the 
purpose of supply . 
The inner label as well as label on the catch cover/ carton shall bear conspicuously 
the words, “ HOSPITAL SUPPLY NOT FOR SALE” and bolder than those already 
printed on the label. The above caption shall run from the lower left corner to the top 
right hand corner . 
The Bidder should quote one rate for one product. 
The rate contract will be applicable for the contract period as per the advertisement. 
All Affidavits submitted must be duly sworn before the Executive Magistrate / 
Notary Public and they must be in original copy in each and every tender. 
If the awarded supplier is unable to meet the fully supply at the L rate in given time 
frame, the award can be given to L bidders which would be subject to the discretion 
of the Superintendent, PMCH . The Lº bidder will have to make his supply at the 
price offered by L . 


vii. 


viii. 


ix . 
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xii . 


After th 


After the L is selected and makes his supply of the products but during the 
pendency of his contract period , the l bidder is blacklisted by any government 
institution / organisation in India or Government of Bihar or its instrumentality then 
for the remaining period L ? bidder will be offered to make supply of all or any of the 
items for which the tender was awarded to L at the discretion of Superintendent, 
PMCH . The L ? bidder will have to make his supply at the price offered by L 


Deadline for Submission of Proposal: 

The technical and financial bid in separate sealed envelopes must reach the office of the 
undersigned as per the schedule dates which is appended along with this NIT by Registered post/ 
Speed Post. In no circumstances the tender will be accepted by hand . 


Opening of Bids : 

The Technical Bid will be opened at 12 .30 PM on the schedule date as per the NIT in 
“ Superintendent Office” in presence of Purchase Committee after submission date of this tender . 
Bidders or their authorized representative may remain present in the meeting at that time and date. 

The Financial bid of only those parties will be opened who qualify in the technical bid . The 
decision of the Purchase Committee of Patna Medical College & Hospital, Patna will be final. The 
committee reserves the right to cancel the bid at any time without assigning any reason . For further 
enquiries contact Superintendent Office during office hours on working days. 

The selected Companies/ Firms / Manufacturers / Direct Importers / Authorized C & F agents 
/ Distributors / Dealers will be immediately informed about the final award of the tender. In case the 
selected Companies / Firms | Manufacturers | Direct Importers / Authorized C & F agents | 
Distributors / Dealers decline to take up the task at the quoted and approved rates , it would be barred 
from applying for any tender from PMCH , Patna and will be recommended for black listing by Govt. 
of Bihar . Also the tender/ Security money will be forfeited . 

In case of any dispute which arises in relation to the bid , the bidder is required to first 
approach the Superintendent, PMCH . The Superintendent, PMCH reserves the right to change / alter 
the conditions / requirement of the tender as well as the tender list in the interest of the patients or in 
emergent situation . Any dispute would be subjectmatter of the Court within Patna Jurisdiction only . 


CATEGORY - A 


SI.No. 


Drug Name 


Packing Unit 


1 


Strength 

3 
500mg bottle 


4 


500ml 


500mg bottle 


500ml 


500mg bottle 


500ml 


500mg bottle 


500ml 


5 
6 


10 % Dextrose 
| 10 % Dextrose + 0 . 9 % 
Sodium Chloride Inj. 

5 % Dextrose 
5 % Dextrose + 0 . 9 % 
Sodium Chloride Inj. 

50 % Dextrose 
5 - Fluorouracil 

Aceclofenac 
Acetyl Salicylic Acid 

(Aspirin ) 
Acetyl Salicylic Acid 

(Aspirin ) 
L Actamide Tab . 

Adenosine 
| Adrenaline Bitartrate 


25ml ampoule 
250mg -5ml vial 

100 mg 


25ml 
100ml vial 
10x10 Tab 


75mg Tab 


14x10 Tab 


150 mg Tab 


14x10 Tab 


10 
11 


250mg 

3mg/ml Inj. 
1mg/ml- 1ml Ampoules 


10x10 Tab 
Vial / Amp 
1ml amp. 


12 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


13 


2ml amp. 


14 
15 


20 
21 


23 


10x10 Tab 

10ml 
50ml bottle 
100mlbottle 
50ml bottle 
100ml bottle 
10x10 Tab 
10x10 Tab 
10x10 Tab 
2ml vial 
2ml vial 

2ml vial 
200mlbottle 
Vial / Amp 
10ml vial 
10x10 Tab 

vial 
10x10 Tab 
10x10 Tab 


24 
25 


26 


] 


27 
28 


31 


32 


5mg 


Adrenochrome Mono 

1mg/ml-2ml Amp. 
semi carbazone 
Albendazole 

400mg 
Albendazole 

10ml ( 200mg/5ml) 
Albumin Human 

5 % 
Albumin Human 

5 % 
Albumin Human 

20 % 
Albumin Human 

20 % 
Alprazolam 

0 .25mg 
Alprazolam 

0 .5mg 
Allopurinol 

100mg tab 
Amikacin 

Containing 500mg 
Amikacin 

Containing 250mg 
Amikacin 

Containing 100mg 
Amino acid Solution 

200ml infusion 
| Amiodaron 

50mg/ml Inj. 
Aminophylline 25mg per 5ml- 10ml amp/ vial 
Amitriphyline HCL 

10 mg , 25 mg Tab 
Amphotericin B Inj. 50mg Vial (Lipid Immulsion ) 
Amlodipine 

2 .5mg 
Amlodipine 
Amoxicillin + Potassiu 

125mg + 31. 25mg/5ml 
m Clavulanic Acid 
Amoxicillin + 

Each vial containing 
Potassium Clavulanic | Amoxycillin - 1000mg Clavulani 
Acid ( Inj) 

Acid - 200mg ( 1. 2gm vial) 
Amoxicillin + 

500mg + 125mg 
Potassium Clavulanic 

Acid ( Tab ) 
| Amoxicillin + Cloxacil 60 ml syrup . Each 5ml 

containing Amoxycillin - 125 

mg and cloxacillin 125mg 
Amoxycillin 

125DT 
Amoxycillin 

500mg 
L Amoxycillin 

250mg 

| 
Ampicillin | 

500mg vial 
Ampicillin + Cloxacilli Containing ampicillin 

250mg& cloxacillin - 250mg 
| Ampicillin + Cloxacilli Containing ampicillin 

500mg & cloxacillin - 500mg 
| Anaesthetic Ether 

500 ml 
Antacid Tablets Tablet Containing : Dried 

Aluminium Hydroxide Gel 
250 , Mag Hydroxide - 250mg, 
ActiGSTed Dimethicon 50mg 


33 


60mlbottle 


34 


Vial 


10x10 Tab 


60mlbottle 


lin 


37 
38 
39 
40 
41 


10x10 Tab 
10x10 Tab 
10x10 Tab 

Vial 
Vial 


Vial 


n 


43 


bottle 
10x10 Tab 


44 
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SI.No. 


Drug Name 


Strength 


Packing Unit 


3 


45 


vial 


Anti Hemophilic 
Factor- Factor IX 
Anti Hemophilic 
Factor- Factor VIII 


46 


vial 


600 I.U Human Coagulation 
(Dried Powder for Injection ) 

(Plasma Dried Human 
Antihaemophilic Fraction 
( Freeze dried human 

coagulation Factor 
VIII )Containing Factor -VIII 

2500. U i.e . 220 IU - 400 IU ) 
0 .5ml vial with 0 .5ml dilutents 

containing 2 .5 I.U 
( Intramuscular and 

Intradermal) 
1ml vial with 1ml dilutents 

containing 2 .5 I.U 
(Intramuscular and 
Intradermal)Human 

150 IU 


Anti Rabies Vaccine 

(ARV ) 


0 . 5ml 


48 


1ml 


Rabies Vaccine 

( ARV) 


vial/amp. 


1 ml 


Vial/ amp. 


300mcg 


vial 


Anti Rabbies 
Immunoglobulin Inj. 
Anti scorpion Venom 

Inj 

Anti- D 
Immunoglobulin 

(Human ) 

Anti- D 
Immunoglobulin 

(Human ) 
Anti snake Venom 


150mcg 


vial 


53 


10ml vial 


Lyophilized Polyvalent 

Serum 10ml I. P . 
250IU , 500IU 


Vial 


55 
56 


60 mg per vial 

50 mg 
80 mg + 480 mg 


vial 
10x10 Tab 
10x10 Tab 


57 


20 mg + 120 mg/5 ml 


60 ml Bott 


59 
60 


Anti tetanus 
Immunogloblin 

(Human ) 
Artesunate 

Artesunate 
Artemether + 
Lumefantrin 
Artemether + 
Lumefantrin 

Atenolol 
Atenolol 
Atracurium 

Besylate Inj. 
Atropine Sulphate 
Atropine Sulphate 
Atropine Sulphate 
Ophthalmic Solution 

Azithromycin 
Azithromycin 
Azithromycin 


14x10 Tab 
14x10 Tab 
vial/ amp. 


61 


25 mg 

50 mg 
25mg/2 .5ml, 50mg/5ml, 

100mg/ 10ml 
0 .6mg/ml-1ml Ampolue 

1ml amp. 
1 % w /v 


63 
64 


1ml amp . 

Drop 
Drop 


65 


66 


200mg/5ml 
200mg Tab 
500mg Tab 


15 mlbottle 
10x10 Tab 
10x10 Tab 


67 


10 
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Sl.No. 


Packing Unit 


Strength 

3 
5 lakh , 10 lakh unit 
6 lakh , 12 lakh unit 


68 
69 


Vial 
Vial 


70 
71 


5mg 
0 .05 % w / w Cream 


10x10 Tab 
15gm tube 


Drug Name 

2 
Benzylpenicillin Inj. 

Benzathin 
Benzylpenicillin 
Betahistine Tab . 
Betamethasone 

Dipropionate 
Betamethsone + 

Gentamycine 
Betamethasone + 
Salicyclic Acid 0 . 3 % 

Bisacodyl 

Bisacodyl 
Bisoprolol Tab 
Bleomycin Inj. 
Budesonide 


Cream / Ointment 


Tube 


Cream / Ointment 


Tube 


74 
75 
76 


10x10 Tab 
Suppository 
10 x10 tab . 
vial/ amp. 


77 


78 


19 


Bupivacaine HCI 


1ml amp. 


80 


4ml amp. 


Bupivacaine 
Hydrochloride 


81 


5mg Tab . 
5mg Suppository 
2 .5mg, 5mg 

15mg 
Respirator Solution for 

Nebulization 
containing Bupivacaine 

5mg/ml- 20mlvial 
Bupivacaine Hydrochloride 
5mg + Dextrose Monohydrate 
80mg/ml- 4ml Inj. 

Img/ml 

2mg/ml 
Containing Elemental calcium 
500mg and vit D3- 2501.U . 
Containing Elemental 
Calcium - 250mg 

500mg/ml 
500mg Tab 
20mg/ml 
100mg 

200mg 
125mcg, 250mcg 


Butorphanol tartrate 
Butorphanol tartrate 

Calcium 


82 


vial 

vial 
10x10 Tab 


Calcium 


10x10 Tab 


85 


86 
87 


Calcium Gluconate 

Capecitabine 
Carbamazepine 
Carbamazepine 
Carbamazepine 

Carboprost 
thromethamine Inj. 

Cefadroxyl 


amp/vial 
10x10 Tab 

Bottle 
10x10 Tab 
10x10 Tab 

vial 


89 


90 


30ml 


92 


93 
94 


30 ml- each 5ml containing 
cefadroxil - 125mg suspension 

250mg 
500mg 
250mg 

1000mg 
500mg + 250mg 


Cefadroxyl 
Cefadroxyl 
Cefaperazone 
Cefaperazone 
Cefaperazone + 
Salbactum Inj. 
Cefaperazone + 
Salbactum Inj. 

Cefepime 
Cefepime 


10x10 Tab 
10x10 Tab 

Vial 
Vial 
Vial 


95 


96 


1000mg + 500mg 


Vial 


98 


500mg 
1 gm 


Vial 
Vial 


99 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


3 


100 


101 


102 


103 
104 
105 


106 


10x10 
30mlbottle 
10x10 Tab 
10x10 Tab 
10x10 Tab 

Vial 
Vial 
vial 
vial 
vial 
vial 
vial 
vial 


107 


50mg D . T . 
50mg per 5ml- 30ml pack 

100mg 
200mg 
400mg 
250 mg vial 
500 mg vial 
1000 mg vial 
250 mg vial 
500 mg vial 
1000 mg vial 
250 mg vial 
500mg vial 
1000mg vial 
500mg + 250mg 
1000mg + 500mg 
125mg D . T . 

Cream 
20 % ( conc . For dilution ) 
5mg/5ml- 30ml syrup bottle 

10mg 
100mg 

15mg 
cream / ointment 

1.25mg 


108 
109 
110 
111 
112 
113 
114 
115 
116 
117 
118 
119 
120 


vial 


Cefixime 
Cefixime 
Cefixime 
Cefixime 
Cefixime 
Cefotaxime 
Cefotaxime 
Cefotaxime 
Ceftazidime 
Ceftazidime 
Ceftazidime 
Ceftriaxone 
Ceftriaxone 

Ceftriaxone 
Ceftriaxone + Salbactum 
Ceftriaxone + Salbactum 

Cefuroxime 
| Clindamycine Gel 

Cetrimide 
Cetrizine 

Cetrizine 
Cetiximab Tab 
Cetiximab Tab 

Clobetasol 
Chlorinated Lime 
Water (EC Lotion ) 
Chloraphenicol 
Chloroquine 

Phosphate 
Chloroquine 

Phosphate 
Chlorpheniramine 

Maleate 
Chlorpheniramine 

Maleate 
Ciprofloxacin 
Ciprofloxacin 
Ciprofloxacin 

Eye / Ear Drops 
Ciprofloxacin HCI 

Cisplatin 
Clindamycin 
Clonazepam DT 

Clotrimazole 


vial 

vial 
10x10 Tab 

Tube 
500ml jar 
30mlbottle 
10x10 Tab 
10x10 tab 
10x10 tab 

Tube 


121 


122 
123 


124 


bottle 


125 


1 % w /v Ointment /Applicap 

50mg/5ml 


126 


50ml bottle 


127 


150mg base 


150 mg 


128 


4mg tab 


10x10 Tab 


129 


10mg/ml - 10ml vial 


10ml vial 


130 
131 


250mg 

500mg 
0 .3 % w /v 5ml vial 


10x10 Tab 
10x10 Tab 
5ml vial 


132 


133 
134 
135 
136 
137 


200mg/ 100ml 

10mg, 50mg 
150mg/ml - 2ml amp. 

0 . 5mg 
100mg 


100ml IV 
vial/amp. 
2ml amp . 
10x10 Tab 

1 s 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


2 


3 


138 


Clotrimazole 


139 


200mg 

150mcg /ml 
150 mgBase ( 250 mg) 


l s 

1ml 
10x10 Tab 


140 


Clonidine Inj. 
Cloroquine 
Phosphate 
Cloroquine 

Phosphate 
Co - Trimoxazole 


141 


50 mg/ 5ml 


60 ml 


142 


10x10 Tab 


143 


Co - Trimoxazole 


10x10 Tab 


144 


| Cough Expectorant 


100ml 


145 


Cough Suppressant 


Trimethoprim I. P .- 80mg 
Sulphamethoxazole I.P . 

400mg 
Trimethoprim I.P .- 40mg 
Sulphamethoxazole I.P . 

200mg 
100ml pack Each 5ml 
containing at least 

Diphenhydramine 
Hydrochloride IP - 14 .08mg, 

Amonium Chloride IP 
138mg, Sodium Citrate - IP 
57. 03mgMenthol- IP 2 .5mg 

100ml Pack Each 5ml 
Containing at least 

dextromethorpham 
Hydrobromide - 10mg, 

pseudoephedrine 
Hydrochloride - 12 .5mg & 
Chlorpheniramine maleate 
2mg, menthol - 1.5mg 

200mg vial 
500mg vial 

100mg 

0 .5mg 
Inj.- 4mg/ml- 2ml Vial 


100ml 


vial 


vial 


146 
147 
148 
149 


Cyclophosphamide 
Cyclophosphamide 

Cytarabine 
Dactinomycin Inj. 

Dexamethasone 
Sodium Phosphate 
Dexmedetomidine 


vial /amp . 
vial/ amp. 
2ml vial 


150 


151 


vial/ amp. 


Inj. 


152 
153 


155 
156 
157 
158 
159 
160 


Diazepam 

Diazepam 
Diclofenac Sodium 
Diclofenac Sodium 
Diclofenac Sodium 
Dicyclomine HCL 
Dicyclomine HCL 
Dicyclomine HCL 
Diethylcarbamazine 

Citrate 
Diethylcarbamazine 

Citrate 


50mcg/0 .5ml, 100mcg/ 1ml, 

200mcg /2ml 
Suppository -5mg 
2ml amps (5mg/ml) 

Tablet -50mg 
Inj. 25mg/ml- 3ml Ampoules 
1 % w /w - 30gm Tube 

10mg 
10mg/5ml Oral Solution 
20mg/2ml Ampoule 

50mg 


10x10 Tab 
2ml amp . 
10x10 Tab 
3ml amp. 
30gm Tube 
10x10 Tab 

30 ml 

2ml 
10x10 Tab 


100mg 


10x10 Tab 
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Sl.No . 


Drug Name 


Strength 


Packing Unit 


2 


120 mg/5ml 


30 ml 


172 


173 


175 


162 Diethylcarbamazine 

Citrate 
163 

Digoxin 
164 

Digoxin 
165 

Digoxin 
166 Dobutamine 

Docetaxel Inj. 
168 Domperidone 
169 Domperidone 
170 Domperidone 
171 Dopamine HCI 

Doxapram Inj. 

Doxirubicin Inj. 
174 | Doxophylline Inj. 

Doxycycline 
176 | Dydrogestrone Tab . 
177 

Drotaerine 
Drotaverine HCL 
Enoxaparine Inj. 

Enoxaparine Inj. 
181 Entecavir 
182 Ephedrine HCI 
183 Epirubicin Inj. 
184 Erythropoietin Inj. 
185 Erythropoietin Inj. 
186 Esmolol Inj. 
187 Esomeprazole 

Etomidate Inj. 
189 Etophylline + 

Theophylline 


10x10 Tab 

amp 
Bottle 
5ml amp. 

Vial 
10x10 Tab 

30 ml 

15 ml 
5ml amp. 

Vial 
vial/amp. 

Vial 
10x10 Tab 
10 x 10 tab 
10x10 Tab 
2ml amp. 
vial/amp . 
vial/amp. 
10x10 Tab 
1ml amp . 
vial/amp. 
Vail/Bottle 
Vail/Bottle 
vial/amp. 

vial 
vial/amp. 
2ml amp . 


178 


250 mcg Tab 

0 .5mg/2ml (2ml) 
0 .05mg/ml (for Paediatric Use ) 

50mg/ml 
All strength 

10 mg Tab 
5mg/ml Syrup 

5mg/ml Drop 
40mg/ml-5ml amp 

50mg 
10mg, 50mg 

400mg 
100mg 

10mg 
20mg/ml-2ml ampoule 

40 mg/2ml 
40mg/0 .4ml 
60mg/ 0 .6ml 

0 .5mg Tab 
30mg/ml-1ml ampoule 

All strength 
2000 IU /ml 
10000 IU /ml 
20mg , 40mg 

40mg 

All strength 
Each 2ml contains Etophylin - 
169 .40mg & Theophylin 

50 .6mg-2mlamp . 
Each Tab contains 
Theophylline 115mg + 
Ethophylne 35mg 

All strength 

40 mg tab 
2 % w /w cream 
300mcg /5ml PFS . 

150 mg 
200mg/ 100ml Bottle 

150mg 
20mg, 40mg 


179 
180 


188 


190 


10x10 Tab 


Etophylline + 
Theophylline 


191 
192 
193 
194 
195 
196 
197 
198 


Etoposide Inj. 

Febuxostat 
Fusidic Acid 
Filgrastim Tab 
Fluconazole 
Fluconazole 

Fluorouracil 
Fluoxetine HCL Cap . 


vial/amp. 
10x10 Tab 
15 gm tube 
10x10 Tab 

1 x 4 Tab 
100 ml Bottle 
10x10 Tab 
10x10 Tab 


14 
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Strength 


Packing Unit 


4 


0 .5 % , 5Gm Tube 


5mg tube 


200 


Inj.- 10mg/ml-2ml Ampoule 

40mg Tab 
2 % (20mg/ gm - 10mg) tube 


2mlamp. 
10x10 Tab 
10gm Tube 


Lotion 1 % 100mlbottle 


100ml bottle 


Sl.No. Drug Name 
1 

2 
199 

Framycetin 
Hydrochloride 

Frusemide 
201 

Frusemide 
202 Fusidic Acid 

(Sodium Fusidate ) 
203 Gamma Benzene 

Hexachloride 
204 Glimepiride 
205 Glimepiride 
206 | Glucose Injection 
207 Glycopyrrolate 
208 | Glyceryl Trinitrate 
209 | Glyceryl Trinitrate 
210 Glyceryl Trinitrate 
211 Glyceryl Trinitrate 
212 Haloperidol 
213 

Haloperidol 
214 

Halothane 
215 Heparin Sodium 


1 mg Tab 
2 mg Tab 

25 % w /v 
0 . 2 mg/ml- 1ml ampoule 

5mg/ml Inj. 
0 .4mg/puff ( 200MDI) 

2 .6 mg Tab 
6 .4 mg Tab 

1.5 mg , 5 mg 
5 mg/ml- 1ml ampoule 

250mlbottle 
Inj. - 5ml vial. Containing 

5000 I. U /ml. 
Inj.- 5ml vial. Containing 

10000 I.U /ml. 
All strength 


10x10 Tab 
10x10 Tab 
Vial /Amp. 
1ml amp. 
Vial /Amp. 

Pack 
10x10 Tab 
10x10 Tab 
10 x10 Tab 

1ml amp. 
250mlbottle 

5ml vial 


216 


Heparin Sodium 


5ml vial 


217 


vial/amp. 


218 


2000 IU , 5000IU , 10000IU 


vial/ amp . 


219 


5 % 


50ml vial 


220 


5 % 


100ml vial 


221 


2 .5gm , 5gm per vial 


vial/ amp . 


222 


Hepatitis B 
Immunoglobulin 

Inj. (HBIG ) 
Human Corionic 

gonadropin 
Human Normal 
Immunoglobulin 
Human Normal 
Immunoglobulin 
Human Normal 
Immunoglobulin 
Hydrocortisone 

Acetate Inj. 
Hydrocortisone 
Sodium Succinate 

Inj. 
Hydrogen Peroxide 

Solution 
Hydroxa Urea Cap . 

Ibruprofen tab . 
Ibruprofen Syrup 
Ifosfamide Inj. 

Imatinib 


100mg 


vial/amp. 


223 


100mg 


vial 


224 


100ml, 500ml 


bottle 


225 
226 
227 
228 
229 


500mg 

200 mg 
100 mg/5ml 

All strength 
100 mg , 400 mg Tab 


10x10 Tab 
10x10 Tab 

100 ml 
vial/ amp. 
10x10 Tab 


15 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


2 


3 


230 


Vial/ amp . 


Imipenem and 

Cilastatin Inj 
Ipratropium Bromide 


231 


232 


10ml vial 


Insulin Injection 

(Soluble ) 


233 . 


10ml vial 


Insulin Injection 
( Biphasic Isophane ) 


234 


Iron + Folic Acid Tab 


10x10 Tab 


235 


500mg powder for solution for 

infusion 
Respirator Solution for 

Nebulization 

10ml vial Inj. 
( 40IU /ml)Human Insulin IP ( r 

DNA origin ) -40IU 
Human Insulin IP -40 IU (30 % 
as soluble Insulin ) Isophane 

Insulin - 70 % 
Elemental Iron 20 mg + Folic 

Acid 100mcg 
Elemental Iron 20 mg + Folic 

Acid 100mcg /5ml 
Elemental Iron 100 mg + Folic 

Acid 500mcg 
Elemental Iron 100 mg + Folic 
Acid 500mcg /5ml 

100mg 
500ml bottle 

5mg (Sublingual) 
5mg/5ml- 30ml syrup bottle 

20mg 
Tab - 10mg 


Iron + Folic Acid 

Syrup 
Iron + Folic Acid Tab 


100 ml 


236 


10x10 Tab 


237 


100 ml 


238 


239 
240 
241 
242 
243 


vial/ amp. 
500ml bottle 
10x10 Tab 
10x10 Tab 
10x10 Tab 
10x10 Tab 


244 


Tab -20mg 


10x10 Tab 


Cream 


245 
246 


Iron + Folic Acid 

Syrup 
Iron Sucrose Inj. 

Isolyte( M ,G ,P ) 
| Isosorbide Dinitrate 

Isosorbide Dinitrate 
Isosorbide Dinitrate 

Isosorbide -5 
Mononitrate 
Isosorbide -5 
Mononitrate 
Ketaconazole 

Ketorolac 
Tromethamine Inj. 

Ketamine 
Hydrochloride 

Ketamine 
Hydrochloride 
Labtolol Inj. 

Labtolol Tab 
Lactulose Solution 
Leucovorin Calcium 

Inj. 
Levo - Salbutamol 


Tube 
amp /vial 


1ml 


247 


Inj.- 50mg/ml- 2ml vial 


2ml vial 


248 


Inj.- 10mg/ml- 2ml vial 


2mlamp . 


249 
250 
251 
252 


5mg/ml 

100mg 
10gm / 15ml Suspension 

All strength 


vial/ amp. 
10x10 Tab 

Bottle 
vial/amp . 


253 


Respirator Solution for 

Nebulization 
2 . 5mg/5ml- 30mlbottle 


254 


30mlbottle 


255 


5 mg Tab 


10x10 Tab 


Levocetrizine 
Dihydrochloride 

Levocetrizine 
Dihydrochloride 
Levofloxacin I. V . 
Levobupivacine 0 . 5 % 
Levobupivacine 0 .25 % 


256 
257 
258 


100mlBottle 
50mg/ 10ml, 20mg/4ml 

25mg/ 10ml amp 


bottle 
amp/ vial 
amp /vial 


16 


PER TOT ( 3TTERU ), 3 JENIS 2018 


Sl.No. 


Strength 


Packing Unit 


3 


Drug Name 

2 
Lignocaine HCL + 

Adernaline Inj. 


259 


vial/amp. 


30ml Vial (Each containing 
Lignocaine Hydrochloride 

20mg and Adernalin 5mcg ) 
Lignocaine HcI-53 .5mg = 5 % + 
Dextrose 75mg- 2ml ampoule 

2 % , 30gm Jelly 


2mlamp. 


2 


30gm Tube 


5 % , 30gm 


30gm Tube 


2 % - 100ml 


100ml vial 


1 % - 30ml 


30ml vial 


2 % - 30ml vial 


30ml vial 


30ml vial 


Each ml contains Lignocaine 

Hydrochloride 20mg and 
Adrenaline 0 .5 mcg - 30ml vial 

2mg/ml (300ml) 
600mg Tab 

300 mg 
2mg/ml- 2ml amp. 


Bottle 
10x10 Tab 
10x10 Tab 
2ml amp. 
10x10 Tab 
10x10 Tab 
vial/amp. 


1mg 


260 

Lignocaine 
Hydrochloride 

Lignocaine 

Hydrochloride 
262 Lignocaine 

Hydrochloride 
263 Lignocaine 

Hydrochloride 
264 

Lignocaine 

Hydrochloride 
265 Lignocaine 

Hydrochloride 
266 

Lignocaine 
Hydrochloride + 

Adrenaline 
267 

Linezolid Inj. 
268 Linezolid Tab 

Lithium Carbonate 
270 

Lorazepam 
271 L Lorazepam Tab . 
272 Lorazepam Tab . 

Low Molecular 

Heparin Inj. 
274 Low Molecular 

Heparin Inj. 
275 Lysol ( Cresol with 

soap ) 
276 Lysol (Cresol with 

soap ) 
277 | Magnesium Sulphate 
278 

Mannitol 
279 Mefenamic acid 
280 Mefenamic acid 
281 Mephentermine 
282 Meropenam Inj. 
283 Meropenem Inj. 
284 Meropenem + 

Salbactum Inj. 
285 Metformin Tab 
286 

Metformin Tab 
287 

Methotrexate 

Methotrexate tab 
289 Methyldopa 


2mg 
0 .4mg/40ml 


273 


0 .6mg/60ml 


vial/amp. 


1 Litre ( 50 % + 50 % ) 


1 Litre jar 


5 Litre (50 % + 50 % ) 


5 Litre jar 


500mg/ml 
20 % w / v - 100ml 
250mg tab /Capsule 
500mg tab /Capsule 

15mg/ml 
500 mg 
1000mg 
1. 5 gm 


5ml amp . 
100mlbottle 
10x10 Tab 
10x10 Tab 

vial 
vial 
vial 
vial 


100mg 

500mg 
15mg/ml , 25mg/ml ,50mg/ml 

2 .5mg, 5mg, 7 .5mg 
250mg , 500 mg Tab . 


10x10 Tab 
10x10 Tab 
vial/ amp. 
10x10 Tab 
10x10 Tab 


288 
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SI.No. 


Drug Name 


Strength 


Packing Unit 


3 


290 


291 
292 
293 


Amp . 
10x10 Tab 
1ml amp. 
vial/ amp. 


294 


vial/amp. 


295 


2ml amp. 


296 
297 
298 
299 
300 
301 


10x10 Tab 
2ml amp. 
vial/ amp. 
10x10 Tab 
10x10 Tab 
10x10 Tab 
vial/amp. 
10x10 Tab 

60 ml 

100ml 
15gm tube 


302 
303 


304 


305 


306 


307 


10x10 Tab 


| Methylcoblamin 

500mcg ( 3 ml Amp.) 
Methyl Ergometrine 

0 . 125mg tab . 
Methyl Ergometrine 0 .2mg per ml.- 1ml ampoule 
Methyl Prednisolone 2ml amp. (40mg/ml) 

Inj. 
| Methyl Prednisolone | 125mg, 250mg, 500mg, lgm 

Inj. 
Methylprednisolone (40mg/ml) for intra articular 

Inj. 2mlampoules 
Metoclopramide 

10mg Tab 
Metoclopramide 5mg/ml- 2mlampoules 
Metoclopramide Inj. 2ml amp (5mg/ml) 
Metoclopramide Tab 

10mg 
Metoprolol 

50 mg SR Tab . 
Metoprolol 

100 mg SR Tab . 
Metoprolol 

1mg/ml Inj. 
Metronidazole 

Tablet - 400mg 
Metronidazole 

200mg/5ml 
Metronidazole 

Inj. 500mg/ 100ml 
Miconazole Nitrate 15gm Tube (contains 2 % 

miconazole ) 
Micronised 

200mg Tablet/Soft Gel 
Progesterone 

Capsule 
Midazolam 

1mg/ml, 5ml vial 
Mifepristone tab 

200mg 
Misoprostol 

100mcg 
Misoprostol 

200mcg 
Morphin Inj. 

10mg/ml 
Moxyfloxacin Eye 

0 .5 % w / v 
drop 
Moxyfloxacin 

100ml 
Infusion 
Multivitamins Containing - Vit A , Vit D , Vit C , 

Vit B1, B2, B6 , B12 , 
Niacinemecle and D - Panthenol 
as per schedule V of Drug & 

Cosmetics Rules 1995 
Mupirocin Ointment 

2 % X / x 
Nalbupihine 

10mg/1ml, 20mg/1ml 
Hydrochloride Inj. 
N /2 I. V . 

0 .45 % Sodium Chloride 
N -acetylceisteine 

All strength 
Nebuliser (Salbutamol, 

All strength 
Ipratopium Bromide , 
Terbutaline, Steroids ) 


308 


309 
310 
311 
312 
313 


5ml vial 
10x10 Tab 
10x4 Tab 
10x4 Tab 
vial/amp . 

Drop 


314 


Bottle 


315 


15ml 


316 


317 


amp/ vial 


318 
319 
320 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


2 


321 


All strength 


amp/ vial 


322 
323 
324 
325 


Neostegmine + 
Glycopyrollate 
Neostigmine 
Nifedepine 
Nikethamide 
Noradrenaline 

Bitartrate Inj. 
| Noradrenaline Inj. 

Normal Saline 
Normal Saline 
Normal Saline 


0 .5mg/ml- 1ml amp. 

5 mg Capsule 
250mg/ml Inj. 
2mg/2ml amp. 


1ml amp . 

10x10 
amp /vial 
vial/amp . 


326 


vial/amp. 
vial/amp . 

Phial 
500mlbottle 


328 
329 


330 


Normal Saline 


100ml bottle 


331 


4mg/2ml amp. 
0 . 45 % w /v ,0 .9 % w /v Inj. 

0 .9 % w / w Nasal Drop 
Sodium Chloride - 0. 9 % 

500ml Bottle 
Sodium Chloride - 0 . 9 % 

100mlBottle 

200 mg 

Inj. 200mg/ 100ml 
| containig Ofloxacin 0 . 3 % w /v 

- 10ml vial 
30 mleach 5ml containing 
ofloxacin - 50mg ornidazole 

125mg 
0 . 1 % w / v 


Ofloxacin 

Ofloxacin 
Ofloxacin (Eye /ear 

drop ) 
Ofloxacin + 
Ornidazole 


332 
333 


10x10 Tab 

100ml 
10ml vial 


334 


30ml 


Drop 


335 Olopatadine HCL 

Opthalmic Solution 
336 | Ondansetron HCL 
337 Ondansetron 
338 Ondansetron 
339 Ondansetron 


amp 

amp 
10x10 Tab 
30ml phial 


340 


| 


Oral Rehydration 

salts 


20 .5 gm 
packet 


341 
342 
343 
344 
345 
346 
347 
348 
349 
350 
351 


Oxytocin 
Pantoprazole 
Paracetamole 
Paracetamole 

Paracetamole 
Paracetamole Inj. 
Paracetamole 

Pentazocine 
Pethedine Inj. 
Permethrin 
Permethrin 


2mg/ml Inj. 
4mg/2ml- 2ml ampoule Inj. 

2mg, 4mg, 8mg 
containing Ondansetron - 2mg 

per 5ml- 30ml Phial 
20 .5 gram Packet Each sachets 

contains Dextrose 
( anhydrous ) - 13 .5gm 
Sodium Chloride -2 .6gm 
Potassium Chloride - 1.5 gm 
Sodium Citrate -2 . 9gm 

Excipients -0 .5 gm 
5 1. U /ml- 1ml ampoules 

Inj. 40mg/Vial 

Tab - 500mg 
50mg/ml- 15ml Drops 
Syrup - 125mg/5ml-60ml 

15mg/ml 
10 mg/ml Infusion 
30mg/ml- 1ml ampoule 

All strength 
1 % w /v Lotion 
5 % w /v Cream 


1ml amp. 

Vial 
10x10 Tab 
15ml Drops 

60ml 
2ml amp. 

100 ml 
1ml amp. 
vial/ amp. 

100 ml 
15 gm Tube 
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Sl.No. 


Strength 


Packing Unit 


3 


4 


352 
353 
354 
355 | 


Drug Name 

2 
Pheniramine Maleate 

Phenobarbitone 
Phenobarbitone 
Phenobarbitone 
Phenytoin Sodium 
Phenytoin Sodium 
Phenytoin Sodium 


22 .75mg/ml.-2ml amp 

30 mg Tab 
20mg/5ml-60mlbottle 
200mg/ml- 1ml Injection 

100 mg Tab 
25mg/ml- 100ml 
2ml amp. (50mg/ml) 


2ml amp. 
10x10 Tab 
60mlbottle 

1ml amp . 
10x10 Tab 
100ml bottle 
vial/ amp . 


357 
358 


Ini 


359 


vial 


Piperacellin + 
Tazobactum 


360 


vial 


Piperacellin + 
Tazobactum 


361 
362 
363 
364 


Placxitel Inj. 
Plasma Volume Exp . 

Polygeline 
Povidone lodine 


Vial containing Peperacillin 
Sodium - 4gm & Tazobactam 

500mg 
Vial containing Peperacillin 
Sodium - 2gm & Tazobactam 

250mg 
All strength 
3 .50 % Infusion 

3 .50 % Infusion 
100ml ( Contains : 5 % w /v 

Povidone lodine ) 
5 % ointment- 15gm Tube 

10 % Ointment 
11 .2 % w /v Inj. 

25 mg/ml 


vial/ amp. 
bottle 
bottle 
100ml 


| 


15gm tube 


365 
366 


15gm tube 


vial/amp . 
vial/ amp. 


368 


369 
370 
371 
372 
373 
374 
375 
376 
377 


Povidone lodine 
Povidone lodine 
Potassium Chloride 
Pralidoxime ( PAM ) 

Inj. 
Prednisolone 
Prednisolone 
Prednisolone 
Prednisolone 
Promethazine 
Promethazine 

Propofol 
Propofol 

Psoralen 
(Methoxsalen ) 

Psoralen 
(Methoxsalen ) 

Psoralen 

(Methoxsalen ) 
| Quinine Sulphate Inj. 

Rabeprazole HCL 
Rabeprazole HCL 

Rabeprazole 
Hydrocholoride Inj. 
Rabeprazole Sodium 

Inj. 


5 mg Tab 
10 mg Tab 

20 mg Tab 
1 % w /v Eye Drop 
25mg/ml Injection 
5mg/ml- Syrup 
1 % - 10ml vial 
2 % - 10ml vial 

0 . 75 % 


10x10 Tab 
10x10 Tab 
10x10 Tab 

10 ml 
Amp /Vial 
30mlbottle 
10ml vial 
20ml vial 

tube 


378 


10mg 


10x10 Tab 


379 


5mg 


10x10 Tab 


380 


381 
382 
383 


300mg/ml 
20mg tab 
10mg tab 
20mg vial 


vial/amp. 
10x10 Tab 
10x10 Tab 
vial/ amp. 


384 


20mg vial 


vial/ amp. 
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Sl.No. 


Drug Name 


2 


Packing Unit 

4 
10x10 Tab 


385 
386 


10x10 Tab 


387 
388 
389 
390 
391 


Strength 

3 
2 .5 mg Tab 
5 mg Tab 
150mg Tab 
50mg/2ml 
500ml bottle 

2 mg tab 
20ml amp, 20ml vial, 10ml 

amp , 4ml amp 
10ml amp., 20ml amp 


10x10 Tab 

vial/amp. 
500mlbottle 
10x10 Tab 
amp/vial 


Ramipril 

Ramipril 
Ranitidine HCL Tab 
Ranitidine HCL Inj. 
Ringer Lactate 
Risperidone 

Ropivacaine 
| Hydrochlorde 0 .75 % 

Ropivacaine 
Hydrochlorde 0 . 50 % 

Ropivacaine 
Hydrochlorde 0 . 20 % 
| Rocuronium Bromide 

Inj. 
Salbutamol Sulphate 
Salbutamol Sulphate 
Salbutamol Sulphate 

+ Theophylline 


392 


amp/ vial 


393 


20ml, 10mlamp., 50ml amp. 


amp/ vial 


394 


50mg 


vial/amp. 


395 
396 
397 


10x10 Tab 
10x10 Tab 
100ml bottle 


4mg/2ml-2ml ampoule 

2mg tab 
Containing not less than 

salbutamol- 1mg 
| theophyllin/ choline 
theophylline-50mg/ 100ml 

bottle 
100 ml/ 250ml 


398 


Bottle 


Sevoflorane 

Inhalation . 
Silver Sulphadiazine 


399 


15gm tube 


400 


402 
403 
404 
405 


15gm tube ( contains 1 % w /w 

silver Sullphadiazine ) 
7 .5 % w /v - 25ml Inj. 

10mg/ml 
100ml- Enema 

200mg tab 
500mg tab 
200mg/5ml 


25ml amp 
vial/amp. 

Bottle 
10x10 Tab 
10x10 Tab 
100 Bottle 


406 


Sodium Bicarbonate 
Sodium Nitroprusside 
Sodium Phosphate 
Sodium Valproate 
Sodium Valproate 
Sodium Valproate 

syrup 
Streptokinase 

Streptokinase 
Succinyl Chlonine 

HCL Inj. 
Sucralfate Gel 
Sulfadoxine + 
Pyrimethamine 


407 


7 .5 lac I.U . - Per vial 
15 lac I.U .- Per vial 

All strength 


Vial 

Vial 
vial/ amp . 


408 


409 


410 


Bottle 
10x10 Tab 


411 
412 


Sulfasalazine 

Surfacant 


All strength 
Containg Sulphadoxine 
500mg & Pyrimethamine 

25mg 

500mg Tab 
Suspension for Intratracheal 

Instillation 
10mg , 20 mg Tab 

200mg vial 
400mg vial 


10x10 Tab 

Bottle 


413 
414 
415 


Tamoxifen 
Tecoplanin 
Tecoplanin 


10x10 Tab 

Vial 
vial 
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Sl.No. 


Drug Name 


Strength 


Packing Unit 


2 


416 


Tetanus Toxoid 


0 .5ml 
amp/ vial 


0 .5ml Vial-each vial 
containing tetanus toxoid 

(absorbed on aluminium 
phosphate not less than 1.5mg) 

20 mg Tab 
40 mg Tab 
50mg, 100mg 


417 
418 


Telmisartan 

Telmisartan 
Thalidomide Tab . 


10x10 Tab 
10x10 Tab 
10x10 Tab 


419 


420 
421 


Thipentone Sodium 
Thipentone Sodium 


1gm vial 
500mg vial 


vial 
Vial 


422 
423 


Timolol Meleate 
Thryoxin Tab 


Drop 
10 x 10 tab 


0 . 5 % w / v 
25mcg , 50mcg , 75mcg , 

100mcg 
50mg vial 

50mg 


424 
425 


vial/ amp. 
10 x 10 tab 


426 


100mg 


10 x 10 tab 


427 


Inj. 50mg/1ml ampoule 


1ml amp. 


428 
429 


vial/amp. 
10x10 Tab 
10x10 Tab 


430 


431 
432 
433 
424 
425 
426 
427 
428 


Tigecycline Inj. 

Tramadol 
Hydrocloride tab 

Tramadol 
Hydrocloride tab 

Tramadol 
Hydrocloride Inj. 
Tranexamic acid Inj. 
| Tranexamic acid Tab . 

Trifluoperazine + 
Trihexyphenidyl 

Benzhexol Tab . 
Trihexyphenidyl Tab . 

Valethamate 

Vancomycin 
| Vancomycin Inj. 

Vassopressin 
Vassopressine Tab . 

Vecuronium 
Verapamil 
Verapamil 
Verapamil 
Vincristine Inj. 

Vitamin A 


5ml amp. ( 100mg/ml) 

500mg 
Trifluoperazine -5mg + 
Trihexyphenidyl Benzhexol - 

2mg 

2 mg 
8mg/ml- 1mlampoules 

500mg 

1gm 
20 I.U ./ml 

All strength 
4mg/ 2ml-2ml vial 

5mg/ 2ml 
40 mg Tab 

80 mg Tab 
1ml amp. (1mg/ml) 
Each ml contains- Vitamin - A 
IP (As palmitate )- 1 ,00 ,000 IU 
equivalent to about 109500 IU 

per gram . Orange flavour 
100ml Amber coloured bottles 

with special Plastic white 
colour spoon of 2ml size with 
1ml and 2ml measure 

indication . 


10x10 Tab 
1ml amp . 

vial 
vial 

vial 
10x10 Tab 

2ml vial 
Vial/ amp . 
10x10 Tab 
10x10 Tab 

vial/ amp. 
100ml amber 
coloured 
bottle 


429 


430 


431 
432 
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Sl.No. 


Drug Name 


Packing Unit 


433 


Strength 

3 
As per Schedule - V of the 
Drugs and Cosmetics Rules , 

1945 
1mg/ml 


10x10 Tab 


434 


Amp . 


435 
436 
437 


100mg/ml 
200mg, 400mg, 600mg 

100 mg Tab 


Vial 
10 x 10 tab . 

Tablet 


438 


1500 mcg Tab 


Tablet 


439 


100 mg 


Tablet 


Vitamin B Complex 
( For prophylactic Use 

Only ) 

Vitamin 
K1( Phytomenadion 

or Phylloquinone ) 
Vitamin K /Vitamin K3 
Vitamin E Tab 

Vitamin B6 
( Pyridoxine HCL ) 

Vitamin B12 
(Cyanocobalamin ) 

Vitamin B6 
( Pyridoxine HCL ) 

Vitamin C 
Vitamin D3 + 
Calicum Carbonate 
Water for Injection 
Warfarin Sodium 
Xylometazoline 
Xylometazoline 
Xylometazoline 

Nasal Drop 

Zinc Sulphate 
| Zinc Sulphate 
Zolandronic Acid Inj. 


440 


Tablet 
Tablet 


441 


442 
443 
444 
445 
446 


500 mg 
500 mgElemental Calcium + 

250 Vitamin D3 
2ml, 5ml, 10ml 
2 mg ,5 mg Tab . 
0 . 1 % - 10ml vial 

0 .05 % - 10ml vial 
10ml vail ( 0 . 1 % and 0 . 5 % ) 


vial/ amp. 
10x10 Tab 
10ml vial 
10ml vial 

Drop 


447 
448 
449 


20mg/5ml- 100mlbottle 

20mg DT 

4mg 


100mlbottle 
10x10 Tab 
vial/ amp. 


CATEGORY – “ B ” 


Sr. No. 

1 
01 
02 
03 
04 
05 
06 


Name of Diagnostics Rapid Kit 

2 
HIV I & II Rapid Test Kit 
HBSAG Rapid Test Kit 

HCV Rapid Test Kit 
Malaria Test kit- Antigen (PF / PAN ) 

Pregnancy Test Kit 

(i) Dengue Test Kit IgG / IgM 
(ii) Dengue Test Kit NS , Ag + Ab Combo 
Multi stick for Urine ( 10 parameter) 

Uristick for Urine ( 2S ) 
Combi Stick for Urine (4S ) 

Gluco Strip 
Uristick ( 2S ) 

Uristick (4S ) 
Occult Blood Test Strip 


07 


08 


09 


10 


L 


11 
12 
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CATEGORY – “ C “ 


Sr . No . 


Specifictaion / Strength 


3 


Name of Drug 

2 
Assorted Size of 
a . Kuntsher s Nail 

b . DCP Plate 
c . Cancellous & Cortical Screw 

d . Interlocking Nails 

e. Kirschenis Wire 
f. Stanhn Steel Wire 

g. Ender s Nail 
h . Radial & Ulnar Nail 
i. AMP Ustine More Prosthesis 

j. CC Remur Set 

k . DHS Set 
Absorbable Strap Fixation Device 

5mm , 25 strap /30 strap 


Absorbable Strap Fixation Device 

5mm , 12 strap / 15 strap 


Absorbable Hemostat 


All Size 
All Size 
All Size 
All Size 
All Size 
All Size 
All Size 
All Size 
All sizes 
All Sizes 

All Size 
0.5mm Absorbable mesh fixation device 
containing straps made of a copolymer of 

lactide , glycolide and polydiaxanone 
0 . 5mm Absorbable mesh fixation device 
containing straps made of a copolymer of 

lactide , glycolide and polydiaxanone 
Oxidized Regenerated Cellulose based 
Topical Absorbable Hemostat Size - 2in 

X 3in , 4in X 8in , 2in X 14in 
Oxidized Regenerated Cellulose based 
Topical Absorbable Hemostat, fibrillar/layer 

form , with Bactericidal property . Fibril 
material (7layers) for broad surface area 
coverage. Approved by US FDA . Size - lin X 

2in , 2in X 4in , 4in X 4in 
Oxidized Regenerated Cellulose based 

Topical Absorbable Hemostat, 
Structured Non -Woven material, with 
Bactericidal property . Ease - of -use in 

both open and minimally invasive 
procedures. Approved by US FDA . Size 

lin X 2in , 2in X 4in , 4in X 4in 
2ml, 3ml, 5ml, 10ml, 20ml, 50ml 

0 . 5 “ , 1.0 “ , 2 . 0 “ , 4 .0 " x 5mtr. 
Advanced Composite Mesh made of 
Poliglecaprone 25 & Polypropylene soft 
mesh for inguinal and ventral hernia 

repair . Size - All 

All Size 
400gm , 500gm each roll 


5 


Absorbable Hemostat Fibrillar 


Absorbable Hemostat Snow 


A . D . Syringe 

Adhesive Tap 
Advance Composite Mesh 


10 


11 
12 
13 


ADK Drain 
Absorbent Cotton Roll 
Anticeptic Germicidial Solution 

Anacap with R .C . Needle 
Anacap with R . B . Needle 


Size :- 1, 1-0 , 2, 2 -0 , 3, 3 -0, 4 -0, 5 -0 
Size :- 1, 1-0 , 2 , 2 -0 , 3 , 3 -0 , 4 - 0 , 5 -0 


14 


24 
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Sr . No. 


Name of Drug 


Specifictaion / Strength 


1ml 


15 
16 


B . C .G . Syringe 
B . T . Set ( Blood Transfusion Set) 

Bandage Roll 


17 


Bronchocath double lumen tube 

Bandage Than 


10cm x 5mtr ., 15cmx5mtr . (as per the 
specification mentioned in schedule F 
(II) of D & C Rule 1945 .) 

All Size 
As per the Specification mentioned in 
schedule F ( II) of D & C Rule 1945 ). 

All Sizes 


19 


20 


21 


Size : - 1 , 2 , 3 , 4 , 1 -0 , 2 -0 , 3 -0 , 4 -0 


Bipolar Prosthesis for Partial 

Replacement Sterilized 
Black Braided Silk Sterile 

2x75cm 
Continuous Plexus anaesthesia 

(needle & Catheter ) Kit 
Catgut Plain Without Needle 

Catgut Plain With Needle 
Chromic Catgut with Needle 

size :- 8mm to 65mm 
Chemoport Base Fit 


23 
24 


Sizes :- 1 /0 , & 2 / 0 
Size :- 1 , 1 -0 , 2 -0 
Size :- 1 to 6 -0 


25 


26 


Chemoport base fit 23mm x 28 mm with 

attachable ,hickman catheter 9 .6 fr 
„length 75 cm with depth marking every 

1 cm with “ j” tip guide wire with 
straightener along with vein pick and non 

coring needle 22 g right angle 
with safety lock feature to prevent 
accidental pricking , sizes – 20ga / 22ga 

1 .0 " & 1.5 " 

All Sizes 
Single Lumen , Double Lumen , Triple 

Lumen 


Chemoport Huber Needle 


28 


Chest Drainage Catheter Tube 

Central Venus Catheter 


29 


30 


31 


32 


33 
34 


36 
37 


Corrugated Rubber Sheet 
C . V . P Lime catheter 3 -Way 

Drill Bits 

Epidural Set 
Endo Tracheail Suction Cannuls 
Epidural Kit (with vaccum bulb ) 
Epidural Set with Catheter and Filter 
Endotreacheal Tube Plain and 

Cuffed 
Ethilon Black Monofilament 

Suture 
Endoscopic Ligaclip large Size 
Endoloop Chromic Catgut Pre 

Formed 
Flexible open tissue 

separating mesh 
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Sr. No. 


Specifictaion / Strength 


42 


43 


9 mtr x 90 cm 
18 mtr x 90 cm 


44 
45 
46 
47 


48 


49 


All Size 
All Size 


50 


51 


Name of Drug 

2 
Folley s Catheter assorted Size 

Gauze Than 
Gauze Than 
Gelco Sponge 
Gibbons Catheter 

Gudel s Airway 
Guide Wire Teflon 

I.V . Set 
I. V . Cannula 
Infant Feeding Tube 
Knotless tissue device Sutures 
LaryngealMask Airway 

Melecot Catheter 
Macroporous Partially 

Absorbable Mesh 
Monofilament suture 

Microshield 
Needle Straight 

Needle Round Body 
Needle Round Circle Cutting 
Nasopharyngeal Airway Dispo . 


52 


53 


54 
55 


56 
57 


58 


59 
60 


61 


62 


63 


Polyglycolic Acid Suture 
Polyglactine 910 Suture 

Pediatric Set 
(Measure Volume Set) 

Prolene Mesh 


65 


66 


67 


69 
70 


71 


72 
73 


Prolene Blue 
Monofilament Suture 

P .M . Line Catheter 
Ready Plaster Roll (P . O .P Roll ) 

Ryles Tube 

Resvior Bag 
Safety I. V . Cannula 
Silk Suture with R . C . Needle 

Scalp Vein Set 

Skin Stapler 
Skin Stapler remover 
Spinal Needle with care 

Spirit Surgical 
Suction catheter with tube 
Syringe Disposable 

Stomach Tube 


74 
75 
76 


77 
78 


79 


2 ml,5 ml, 10 ml, 20 ml (20G - 226 xl” - 1.5 " ) 


81 
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Sr . No. 


Name of Drug 


Specifictaion / Strength 


82 


83 


84 


85 


86 


Synthetic Absorbable Suture 
(Polydiaxanone with Triclosan ) 
Synthetic Absorbable Coated 

Rapide Polyglactin 910 

Synthetic Absorbable 
poliglecaprone 25 with Triclosan 

Soft Biocompatible 
Polypropylene mesh 
Topical Skin Adhesive 
Tissue Separating Mesh 

T - Tube 
Urine Collection Bag with 
Foley s Balloon Catheter size: 

14 , 16 , 18 
Urothreal (Nelaton ) Catheter 
Umbilical cord Clamp 

Virgin Silk Suture 
Water Seal Drainage 


88 


89 


90 


91 


92 


All Sizes 


93 


CATEGORY – “ D ” 


Sr. No. 


Specifictaion / Strength 

3 


Name of Drug 

2 
Alcohol Swab 
Alkaline based enzamatic 

cleaner 


4 


B . P . Blade 
Biopsy Gun fully automatic 

disposable 


Biopsy Gun Semi automatic 

disposable 


Innovative tenside system containing 5 
15 % anionic surfectants , < 5 % nonionic 

surfectants, < 5 % polycarboxylate , 
Enzymes. Other excipients: Solubiliser, 

corrossion inhibitors 

Assorted Size 
Spring Loaded fully automatic disposable 
biopsy Gun with Depth Penetration 22mm 

with Angled sample notch Size : 
18Gx16cm , 18Gx25cm , 16G x 10cm , 

16G x 16cm 
Semi Automatic biopsy gun having two 
depth penetration of 10 and 20 mm in 

single disposable device comes with 
compatible coaxial system and blunt tip 
stylet Size:- 18Gx10cm , 18Gx16cm , 20G 

x 16cm 

all sizes 
5mm with bilateral tissue separators , clear 
ribbed cannula to enchance abdominal 
wall retention along with extra sleeve 

All Sizes 


Biopsy Gun Needle 
Bladless Trocar 5mm 


Bio Hazerd Bag 
Blotting Paper 
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Sr . No. 


Name of Drug 


Specifictaion / Strength 


2 


10 


11 


All Sizes 
No .- 10 


12 
13 
14 


Capillary Tube 
Cervical Coller 
Cotton thread 

Cover Slip 

Crape Bandage 
Circular Stapler for End -to -End 

Anastomosis 


15 


Circular Stapler for End -to - End 

Anastomosis 


17 


Circular Stapler for End - to - End 

Anastomosis 


Curved 5mm Scissor 


Size :- 4 ” & 6 " 
Proximate Intra -Luminal Staplers with 
curved shaft anvil detachable 21mm with 

lumen size 12 .4mm , 25mm with lumen 
size 16 .4mm , with adjustable staple height 

( 1.0 - 2 .5mm ) 
Proximate Intra -Luminal Staplers with 
curved shaft anvil detachable 21mm with 
lumen size 12 .4mm , 29mm with lumen 
size 20 .4 , with adjustable staple height 

(1 .0 - 2 .5mm ) 
Proximate Intra -Luminal Staplers with 
curved shaft anvil detachable 21mm with 

lumen size 12 .4mm ,33mm lumen size 
24 .4 diameter head , with adjustable staple 

height ( 1 .0 - 2 . 5mm ) 
Ergonomically designed with 360 degree 

rotation with universal monopolar 
attachment having 34cm length for 

laparoscopic surgery 
Ergonomically designed with 360 degree 

rotation with universal monopolar 
attachment having 34cm length for 

laparoscopic surgery 
Ergonomically designed with 360 degree 

rotation with universal monopolar 
attachment having 34cm length for 

laparoscopic surgery 
Multifire curved cutter stapler for 
simultaneous staple and cutting with 

unique curved head design 
Blue with closed staple height 1.44mm & 

Green with closed staple height 2mm 


19 


Curved 5mm Dissector 


5mm Babcock extractor 


Curved Linear Cutter 


22 


Curved cutter stapler reload 


23 


25 


All Sizes 


26 


Deionized Water 
Disposable ESR Pipette 
Disposable Gown/Apron 
Disposable Surgeon Mask 

Disposable Surgeon Cap 
Disposable Nebuliser Face Mask 

Endoscopic Ligaclip applier 


27 
28 


29 


Adult and Child 
LT 300 applier having alligator jaw 
design , distal tip closure , rotating shaft , 

laterl/transverse grooves for on vessel 
security , 360 rotation , formedium large 

size clips 


28 
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Sr . No. 


Name of Drug 

2 
Electorlyte Solution 


30 


Specifictaion / Strength 

3 
Sterigen Machine . One liter electrolyte 
should generate 30 liters final ready to use 

solution of 400 ppm . 
Pack Size should be of 20 ltrs . 


31 
32 


33 


Glass Slide ( Pic I) 
Gloves SurgicalNon - Sterile 
Gloves Surgical Sterile 

G . Patch 
Hemorrhoidal Stapler 


34 


35 


Assorted Size 
Assorted Size 

All Strength 
Consists of 33mm Hemorrhoidal Circular 

Stapler (with fixed anvil, adjustable 
closed staple height from 0 .75mm - 

1.5mm ) 


39 
38 


HIV Protective Kit 
Improved Neubauer Chamber 

Leishman s Stain 

Linear Cutter 


39 


Linear Cutter 


Liquid Hand Wash Soap 
| Microcidal Solution for hand wash 

Mouth Wash 


44 


Optically guided bladless trocar 


Linear Cutter with selectable staple 
Height option 55mm -60mm having 6 

rows of staple line 
Linear Cutter with selectable staple 
Height option 75mm - 80mm having 6 

rows of staple line 

All Strength 

All Strength 
aqua, PEG -40 hydrogenated castor oil, 

glycerin , aroma, sodium gluconate , 
sucralose , octenidine HCl, citric acid , 
BHT .( alcohol free , chlorhexidine free 
12mm with optiview technology bilateral 
tissue separators , optical tip to eliminate 
blind entry , clear ribbed cannula , recessed 
stopcock valve, funnel shaped housing , 

duckbill secondary seal, 
integrated universal seal that eliminates 

the use of reducer 

Adult, Child , Infant 
Octenidine based wash lotion with neutral 

pH , tested as per European Norms 
containing octenidine HCL , aqua, 
cocamidopropylamine oxide , PEG -7 
glyceryl cocoate , glycerin , hydroxyethyl 
cellulose , lactic acid , contains allantoin 

Adult and Child 

No- 28G 
240 x 75 mm Not more the 5mm 

All Strength 
0 .5 " , 1" , 1. 5 " , 2 " , 3 ” , 4 ” 
Small , Medium , Large 


45 


Oxygen Mask Disposable 
Preventive wash solution 


46 


47 
48 
49 


Ready Made Adhesive Traction Kit 

Safety Lancet 
Sanitary Towels/ Pad /Napkin 

Skelatal Traction Kit 
Surgical Paper Tape 

Surgical Drap 


50 


51 


52 


ER 1970 ( 3781TERUT), 3 JIGIS 2018 
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Sr . No. 


Name of Drug 


Specifictaion / Strength 


3 
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All Sizes 
55mm having 6 rows of staple line 


Surgical Eye Drap 
Selectable staple height linear 

cutter 
Selectable staple height linear 

cutter 

Tissue Paper 
Three Way distally Groshong 

Valved 


75mm having 6 rows of staple line 
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Three Way distally Groshong 

Valved 


Silicon Catheter With Intermediate Size 
Port Having Large Septum And Silicon 

Filled Suture Holes, Should Be Mri 
Compatible With Cathlock Radioopaque 

Ring & Peel Apart Percutaneous 

Introducer System , Sizes - 7fr. 
Silicon catheter with intermediate size 
port having large septum and silicon filled 

suture holes , should be mri compatible 
with cathlock radioopaque ring & peel 
apart percutaneous introducer system , 

size -8 fr 

All Size 
11mm , 05mm x 100mm 

50mg 
55mm with option of closed staple height 

of 1.5mm / 1 .8mm /2mm 
75mm with option of closed staple height 

of 1. 5mm / 1 . 8mm / 2mm 
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Trochar & Cannula 
Trocar and Stability Sleeve 
Trypan Blue (ophthalmic Dilator) 
Universal Linear Cutter 

Cartridge 
Universal Linear Cutter 

Cartridge 

Urine Pot 
Urine Collection Bag 
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200ml Top size Non return valve with 
hanger facility , Tube length – 100cm 
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Xyleve 
Vaccutainer Tube 


(Plain / Fluroide/ EDTA (K2)/Sodium 
Citrate PT Vial/ Sodium Citrate ESRVial) 

( Plain / Fluroide / EDTA (K2 )/ Sodium 
Citrate PT Vial/ Sodium Citrate ESRVial) 
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Non - Vaccutainer Tube 


By Order, 
(Sd ) Illegible , 
Superintendent. 


अधीक्षक , सचिवालय मुद्रणालय , 

बिहार , पटना द्वारा प्रकाशित एवं मुद्रित । 
fagre TOT ( 3TATETUT ) 634 - 571 + 10 - stocontrol 

Website : http :// egazette .bih . nic . in 


